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MEMORANDUM FOR THE RECORD 

SUBJECT: Trip Report 16 December 1970 


25X1 


1 . Location and Purpose of Visit : 



25X1 

25X1 


2. Results of Visit: 


A review of Taslc Orders anrl Wnrlr 
plished with 


rders was accom- 
Technical discus 


sions were h4ia wiui xne plant engineers on applicable 
Life-Support equipment. ECP’s 71 PM #1 - 12 were discussed 
in detail. A complete review was made of the proposed 
equalization valves that are to be installed in the 


article to alleviate the unequal oxygen feeding problems. 
This included a demonstration of a bench stand mock-up with 
a breathing machine in operation. At this time the pre- 
liminary engineering report has been forwarded to the 
D/M/OSA and the prime contractor for review and approval. 


AMS/OSA 
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CONCURRENCE AND OR COMME 


NTS 


C/AMS/OSA 


/ / 


Date 


25X1 


AMS/OSA 
Distribution : 


Cy - 1 - AMS/OSA 

1 - " Chrono 

1 - CMD/OSA 
1 - D/M/OSA 
1 - Idea/O/OSA 
1 - RB/OSA 
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